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must be bottled, capped and sealed with a sterile hood which
covers the lip of the bottle.
Each employee who handles the milk is given a complete medical
examination at least once a year. Special attention is given to
throat and nasal cultures and to the detection of communicable
disease, especially typhoid fever, paratyphoid fever and dysentery.
Although great care is taken to protect the quality of Certified
Milk, it is not absolutely free from the possibility of transmitting
pathogenic organisms. At least two epidemics are recorded which
were traced to its use. One of these was an outbreak of para-
typhoid fever, the other an epidemic of septic sore throat. These
occurred in 1925 and 1926 and it is very worthy to note that no
milk-borne epidemic has been traced to the use of Certified Milk
since that time.
The standards for Certified Milk require that it shall contain
not over 10,000 bacteria per milliliter, and not more than ten
coliform organisms are allowed to be present in a like amount.
The milk may be pasteurized on the farm where it is produced but
only in equipment used for no other purpose. The pasteurized
product shall contain not more than ten thousand bacteria per
milliliter before pasteurization and not over five hundred after
pasteurization and at the time of delivery. Fewer than one or-
ganism of the coli form group should be present per milliliter of
pasteurized product.
The milk is examined at least once a month for the presence
of hemolytic streptococci and organisms of the coliform group.
The total bacterial count is made according to the Standard
Methods of Milk Analysis, but a modified medium is used for
the agar plate count.
The fat content is not standardized but the milk must contain
an average of 4.0% of fat, with a, tolerance for the average of
plus or minus 0.2 %.
JTitamin D Certified Milk Is milk made antirachitic by feeding
irradiated yeast to the cow or, by irradiation of the milk, or by
addition of a concentrate of the vitamin.
Guaranteed Milk
Guaranteed milk is not included in the grades of milk provided
for by the United States Public Health Service Milk Ordinance